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WOOD’S  FAMOUS  BRIMMER  TOMATO 
Seven  frnlts  weltraed  l5>^  pounds 


This  is  the  time  when  the  urge  comes  to  everyone  to  get  out  the  old  spade, 
dig  up  mother  earth  and  plant.  Nothing  gives  more  satisfaction  than 
when  crops  begin  growing,  the  garden  shows  signs  of  life  and  every¬ 
thing  turns  green.  It  gives  us  all  a  different  outlook  on  life  and 
really  means  "spring  is  here.” 

Consider  the  garden.  There  is  no  place  on  the  farm 
that  pays  such  big  dividends  as  a  well  planned  and 
well  worked  garden.  More  attention  should  bo 
given  this  important  part  of  the  farm  and 
home.  Regular  plantings  made  every 
month  of  the  year  will  mean  a  big 
saving  in  supplying  your  need 
of  good,  healthy,  fresh 
vegetables.  Follow 
the  urge  and 

PLANT  A  GARDEN 


EVERYONE  WILL  PLANT  THIS  YEAR 

GARDENS 

The  lesson  derived  from  the  depression  has  caused  us  all  to  realize  that  food 
raised  at  home  is  a  saving.  In  this  Crop  Special  we  are  listing  the  most  desirable 
varieties  recommended  for  home  gardens.  A  more  complete  list  of  varieties  will 
be  found  in  our  new  1931  Spring  Catalog,  which  also  contains  the  Planter’s  Time 
Table,  which  tells  when  to  plant,  depth  to  plant,  quantities  to  sow  and  other  helpful 
information  which  will  aid  you  in  planning  your  garden. 


Growing  feed  crops  for  your  stock  is  the  second  step — as  we  all  know  that 
the  farmer  who  produces  sufficient  feed  for  his  live  stock,  regardless  of  his  regular 
money  crops,  is  usually  in  fair  financial  condition.  Make  your  plans  now.  There 
are  many  crops  that  can  be  put  in  to  advantage  during  the  next  few  months  that 
will  furnish  quick  feed  at  a  cheap  seeding  cost. 
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SUGGESTED 

CROPS 

—  FOR  — 

April,  May  aod  June 
Plantings 

OATS  (Early) 
SUDAN  GRASS 
GERMAN  MTTA.ET 
COW  PEAS 
SOJA  BEANS 
LESPEDEZA 
SWEET  CLOVER 
SORGHUMS 
SEED  CORN 
POTATOES  (Early) 


Summary  of  Suggestions  for  Emergency  Hay  and  Pasture  Crops 

AS  RECOMMENDED  THE  U.  S.  DEPARTMENT  OF  AGRICULTI'RE. 

OATS—  Spring  seeding  as  early  as  possible.  Rate.  2  to  3  bushels  per  acre. 

For  Piustiire  Fall  or  spring  seedings  should  furnish  late  winter  and  early 
spring  grazing  at  rate  of  one  head  per  acre  for  30  days.  If  oats  are 
wanted  for  grain,  graze  1  head  for  3/5  acres.  If  not  for  grain  or  hay 
they  can  be  grazed  more  heavily  and  continuously. 

For  Hay — Cut  in  soft  dough  stage.  Probable  yield  1  to  2  tons  per  acre. 

\  arietles — Burt,  Fulghum  and  Kanota. 

SOY  BE.ANS — Seed  about  or  soon  after  corn-planting  time;  in  drills  or  broadcast, 
1  to  2  bushels;  in  rows.  '2  to  1  bushel.  With  Sudan  Grass.  %  to  1  bushel 
of  beans  with  10  pounds  Sudan  per  acre. 

For  Pasture^  Not  well  adapted;  best  for  sheep;  graze  carefully  if  at  all. 

l-'or  Hay  Cut  when  weather  is  favorable  and  as  early  as  possible  when  pods 
are  one-third  to  one-half  filled.  Probable  yield  1.5  to  3  tons  per  acre. 

.si^D.VN  (lU.VS.S— Seed  on  firm  seed  bed  about  10  days  after  corn-planting  time. 

Short-season  hot-weather  crop  adapted  throughout  drought  area.  Rate, 
tirill  or  broadcast.  20  to  25  pounds  per  acre;  with  soy  beans.  10  pounds. 

l-'or  I’lisliirc  Begin  grazing  when  10  to  16  inches  high,  which  should  be  about 
14  to  21  days  after  planting.  Can  be  grazed  all  summer. 

I-'or  Hay-  -Cut  when  it  begins  heading  or  soon  after.  Two  cuttings  possible, 
except  far  North.  Probable  yield  1  to  3  tons  per  acre. 

.SORGO  OR  SWEET  SORGHUM  -Seed  on  well  prepared  land  about  two  weeks 
after  corn-planting  time;  60  to  90  pounds  per  acre  when  drilled  or  broad¬ 
cast.  6  to  10  pounds  when  in  rows. 

l-'or  rustlin'  Not  suitable,  danger  of  poisoning.  For  Hay — Cut  when  seed  is 
in  soft  dough  stage.  Probable  yield  2  to  4  tons  per  acre. 

C'OW  I’E.VS  Advised  only  south  of  latitude  of  St.  Louis.  Seed  when  soil  is  warm. 

Sown  broadcast  for  hay,  use  75  to  120  pounds  per  acre;  drilled,  45  to  60 
pounds;  in  row,  30  to  45  pounds;  in  each  case  according  to  size  of  seed. 

For  ^'asliire  Not  best  practice,  but  if  necessary  turn  on  when  ready  to  cut 
for  hay.  Watch  out  for  bloat. 

For  Hay — Cut  when  pods  begin  to  turn.  Hard  to  cure,  best  use  frames.  Proba¬ 
ble  yield  1  to  2  tons  per  acre. 

MILLET — Seed  when  soil  is  warm,  on  well  prepared  seed  bed;  2  to  3  pecks  per  acre. 

For  Fa.sture— -Not  recommended. 

For  Ilay — Cut  just  after  blooming.  Probable  yield  1  to  2  tons  per  acre. 

Varieties — German,  Hungarian  Common  or  Golden. 

LESPEDEZA — Fiften  to  twenty-five  pounds  per  acre. 

For  Pasture — Excellent  for  summer  and  fall. 

For  Hay — Cut  Korean  in  August;  others  in  fall,  about  October.  On  good,  moist 
land  should  make  1  to  2  tons  per  acre. 

Varieties-  Common,  Tennessee  76,  Kobe,  Korean. 


THE  POTATO^^AS  AJEALTHliFACTOR 

( Kxcerpis  from  an  article  by  Dr.  John 
Harvey  Kellogg  of  the  Battle  Creek 
Sanitarium,  Battle  Creek.  Mich.,  and  a 
celebrated  diet  authority.) 


There  can  be  no  doubt  that  the  potato, 
more  than  any  other  article  of  food,  is 
capable  of  rendering  a  notable  service  in 
conserving  and  prolonging  human  life. 
It  is  highly  important  that  the  public 
should  be  informed  respecting  the  su¬ 
preme  dietic  value  of  the  potato  and  in¬ 
structed  in  its  use.  Every  adult  should 
eat  st  least  one  pound  of  potatoes  daily. 

If  the  American  people  will  eat  three 
times  as  many  potatoes  and  one  quart 
of  milk  daily  and  one-third  as  much 
meat,  the  1  -'ilt  will  be  the  addition  of 
two  inches  o.  more  in  height  and  a  nota¬ 
ble  reduction  11  the  death  rate. 

More  potatoes,  more  milk,  more  green 
vegetables  —  spinach,  lettuce  and  the 
like  —  with  bran  and  fresh  fruits  to  aid 
elimination;  these  are  the  nation’s  great¬ 
est  dietetic  needs. 

Many  persons  avoid  potatoes  because 
of  their  supposed  fattening  properties. 
This  popular  prejudice  has  little  founda¬ 
tion  in  scientific  fact.  The  potato,  like 
any  other  food  stuff,  is  fattening  when 
eaten  in  a  quantity  more  than  suflicient 
to  meet  the  body  needs.  The  potato  is 
no  more  fattening  than  the  same  amount 
of  bred  or  any  other  cereal. 

The  potato  is  used  in  sanitariums  as 
a  means  of  combatting  acidosis,  kidney 
stones,  Bright’s  disease,  high  blood  pre- 
sure  and  gout. 

There  is  no  other  single  article  of  food 
capable  of  doing  so  much  for  the  pro¬ 
motion  of  the  health,  longevity  and  pros¬ 
perity  of  the  American  people  as  the 
potato. 
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WOOD’S 


x/irg'i 

▼  Ensil 


irgmia-grown 
Ensilage  Corn 


Outyielding  all  Other  Varieties  at 
Ten  State  Experiment  Stations 

Last  year  nine  of  Wood's  Ensilage  Corns  were  tested 
at  the  Connecticut.  Minnesota,  Delaware,  New  Jersey, 
Maryland,  Pennsylvania,  Ohio,  Illinois,  Vermont  and 
Indiana  State  Experiment  Stations,  and  produced 
more  ensilage  per  acre  than  other  varieties. 

Wood’s  Ensilage  Corns  are  raised  from  our  own  im¬ 
proved  strains,  field  inspected  and  natural  field  ma¬ 
tured.  germinating  well  over  90  per  cent.  The  ears 
are  carefully  hand  picked,  nubbed,  graded  and  re¬ 
graded. 


NO  CII.ARGE  FOR  S-VCKS. 

Prices  f.  o. 

b.  Richmond. 

5-bus.  lots. 

Per 

Per 

White  Ensilage  \’arieties: 

per  bus. 

bus. 

peck. 

Woo  I’s  Virginia  Ensilage . 

.  $2.60 

$2.70 

$  .90 

Wood's  Virginia  Horsetooth  Ensilage.  .  . 

.  2.50 

2.60 

.85 

Bran  ion  Red  Cob  Ensilage . 

.  2.50 

2.60 

.85 

Wood’s  Blue  Mountain  Ensilage . 

.  3.00 

3.10 

1.00 

Cocke’s  Prolific  Ensilage . 

.  3.40 

3.50 

1.10 

Wood’s  Eureka  Ensilage  . 

.  3.40 

3.50 

1.10 

Wood’s  Pamunkey  Ensilage  . 

.  3.60 

3.75 

1.20 

Yellow  Ensilage  Varieties: 

Wood’s  Va.  Pride  Yellow  Ensilage . 

....  2.50 

2.60 

.85 

Golden  Beauty  Ensilage . 

.  3.00 

3.10 

1.00 

Wood’s  Golden  Dent  Ensilage . 

.  2.50 

2.60 

.85 

Club  Orders  for  25-Bus.  Lots  and  Over  lOc.  per  Bus.  Less. 


Write  for  our  descriptive  Seed  Corn  Circular  giving  information 
regarding  all  varieties  of  Seed  Corn  offered  in  this  “Crop  Special.” 
Mailed  free  opon  request. 


Wood’s  Selected  and  Certified  Field  Varieties 


NATURAL  FIELD  MATURED,  TRUE  TO  TYPE  SEED  CORN. 


Carefully  Hand  Selected,  Tipped,  Butted  and 
Recleaned.  Germination  90  to  100^^ 

Our  customers  will  find  listed  below  a  most  complete  line 
of  the  populai’  varieties  used  throughout  the  Eastern  and 
Southern  States.  Our  seed  stocks  are  selected  from  only  the 
best  yielding,  true  to  type  crops,  and  can  be  depended  upon 
to  give  maximum  crop  production. 

THIS  IS  A  GOOD  YEAR  TO  CHANGE  YOUR  SEED  CORN. 


Prices  f.o.b.  Richmnod. 

WHITE  VARIETIES: 

Per 
%  peck 

Per 

peck. 

Per 

bus. 

Douthit’s  Prolific  Red  Cob . 

$  .55 

$  .90 

$3.00 

♦Wood’s  Improved  White  Dent . 

.55 

.95 

3.25 

♦Weekley’s  Improved  White  Dent. . . 

.60 

.95 

3.25 

Mosby’s  Prolific . 

.55 

.95 

3.25 

■^Woodbura  White  Dent . 

.60 

1.05 

3.50 

♦Wood’s  Dixie . 

.60 

1.05 

3.60 

♦Latham’s  Double . 

.60 

1.05 

3.25 

Registered  Latham’s  Double . 

.70 

1.30 

4.00 

♦Pedigree  Boone  County . 

.60 

1.10 

3.50 

Southern  Snowflake . 

.60 

1.10 

3.75 

Early  Harvest  . 

.55 

1.10 

3.50 

♦Biggs’  Seven  Ear . 

.60 

1.10 

3.50 

Hasting’s  Prolifle . 

.60 

1.10 

3.50 

Hickory  King . 

.65 

1.15 

3.50 

♦Cocke’s  Prolific  . 

.60 

1.15 

3.50 

Johnson  County  White  Dent . 

.60 

1.15 

3.75 

Tennessee  Red  Cob . 

.55 

.90 

3.00 

Whateley’s  Prolific  Red  Cob . 

.55 

.90 

3.00 

Highland  Horsetooth . 

. .  .55 

.90 

3.00 

Registered  Highland  Horsetooth. . . . 

.65 

1.15 

3.75 

Certified  Highland  King  . 

.65 

1.20 

4.00 

Owen’s  Prolific  90-Day  Roasting  Ear 

.60 

1.10 

3.50 

Silver  King . . 

.60 

1.10 

3.50 

YELLOW  VARIETIES: 

Per 

peck 

Per 

peck. 

Per 

bus. 

♦Improved  Golden  Dent . 

.  .  .  $  .55 

$1.00 

$3.50 

♦Jarvis  Golden  Prolific . 

.60 

1.05 

3.50 

♦Reid’s  Yellow  Dent . 

.65 

1.15 

3.75 

♦Early  Clarage  Yellow  Dent . 

.65 

1.15 

3.75 

Golden  Queen . 

.65 

1.15 

3.75 

Improved  Learning  . 

.65 

1.15 

3.75 

Lancaster  County  Sure  Crop .... 

.60 

1.05 

3.60 

Golden  Beauty . 

.60 

1.00 

3.10 

Wood’s  Virginia  Yellow  Dent... 

.55 

.85 

2.75 

*  CERTIFIED  SEED  CORN 


We  can  also  supply  certified  strains  of  varieties  marked  (*) 
at  an  advance  of  25c.  per  bushel;  10c.  per  peck,  or  5c.  per 
%  peck  over  prices  quoted  above.  All  Certified  Seed  Com 
has  been  both  field  and  bin  inspected  by  the  Crop  Improve¬ 
ment  Association,  and  carry  official  certified  tags. 


FOR  POSTPAID  PRICES  ON  SEED  CORN 
Add  25c.  per  %  peck;  40c.  per  peck  to  prices  quoted 
above.  Larger  quantities  freight  or  express,  cheaper. 


C  R  O  -  T  O  X  CROW  AND  PHEASANT  REPEZ.I.ANT 

Protects  corn  from  all  kinds  of  corn  pulling  birds.  Aids  and 
hastens  germination.  Makes  healthier  stalks  and  larger  yield 
per  acre. 

Large  can  treats  2  bus.  of  corn.  Price  not  postpaid,  $1.50; 
postpaid.  $1.65.  Small  can  treats  1  bus.  of  corn.  Price,  not 
postpaid,  $1.00;  postpaid,  $1.10. 


Distributors 


Members 


Alfalfa, 
and  Sapling' 
Clover  Seed 
Onnranteed  Origin 


WOOD'S  SEEDS 


American  Seed 
Association 
Sonthem  Seedsmen 
Association 


T.  W.  W  0  0  D  &  SONS,  Seedsmen,  Richmond,  Va. 


Long  Distance  Phone — Dial  3-2138 


Mention  Crop  Special  Na  1967  NO  CHARGE  FOR  BAGS  MARCH  23,  1931 


AIX  PRICES  QUOTED  F.O,B.  RICHMOND  UNUESS  OTHERWISE  SPECIFIED. 


FORAGE  CROPS— Sorghum,  Millet,  Etc. 


Choice  Recleaned  StockA 

Prices  Quoted  Below  Are 

Prices 

Quoted 

below 

No  Charge  for  Sacks. 

f.  o.  b.  Richmond. 

are  Postpaid  to  Va.. 

jOO-10.  lots 

25  to  99- 

5  to  24- 

N.  C. 

.  W.  A  a. 

.  Md.. 

SORGHUM 

and  over. 

lb  lots 

lb  lot.s 

I  'l•lIn. 

.V. and  Del. 

per  lb. 

per  lb 

pp’’  lb. 

'J.5  lbs. 

10  lbs. 

5  lbs. 

Early  Amber . 

. 04  % 

.05 

.07 

$1.90 

$1.05 

$  .65 

Early  Orange . 

. 05 

06 

.08 

2.15 

1.15 

.70 

Sugar  Drip  (for  syrup) . 

. 08 

.08% 

.10 

2.80 

1.35 

.80 

Texas  Seeded  Ribbon  Cane  ( syrup ) .  .07 

.08 

.10 

2.65 

1.35 

.80 

Milo  Maize . 

. 03% 

.04 

.05 

1.65 

.85 

.55 

Kaffir  Corn . 

. 03% 

.04 

.05 

1.65 

.85 

.55 

Shallu  (Egyptian  wheat) . . . . 

. 11% 

.12 

.13 

3.65 

1.65 

.95 

MILLET 

Tennessee  German . 

. 06 

.07 

.08 

2.40 

1.16 

.70 

Japanese  or  Barnyard . 

. 06% 

.07 

.09 

2.40 

1.25 

.75 

Pearl  or  Cat-Tail . 

. 12 

.13 

.15 

3.90 

1.86 

1.05 

BROOM  CORN— 

Standard  Evergreen . 

.  .  .  ,  .14 

.15 

.17 

4.40 

1.95 

1.15 

SUDAN  GRASS . 

. 09% 

.10 

.11 

3.15 

1.40 

.85 

SUNFLOWER— Mam.  Russian. 

. 08% 

.09 

.11 

2.90 

1.45 

.85 

NAVY  BEANS . 

. 08 

.09 

.10 

2.90 

1.35 

.80 

MUNO  BEANS . 

. 17 

.18 

.20 

5.15 

2.35 

1.30 

RAPE — Dwarf  Essex . 

. 06% 

.07 

.09 

2.40 

1.25 

.75 

VETCH— Hairy . 

. 11 

.11% 

.13 

3.55 

1.65 

.95 

AUSTRI.VN  WINTER  PEAS.. 

. 06 

.07 

.09 

2.40 

1.25 

.75 

EVERY  GARDEN  SHOULD  INCLUDE  POTATOES  AND  ONIjN.SETS 


Our  Stock  Carefully  Hand  Selected  and  Strictly  Choice  Quality. 


ONION  SETS 

Bus. 

32  lbs. 

Peck 

8  lbs. 

Qt. 

lib. 

Yellow  Danvers.  . .  . 

$2.65 

$  .85 

$  .20 

Red  Wethersfield..  . 

2.50 

.80 

.20 

Japanese  . 

2 . 75 

.90 

.20 

Silver  Skin . 

. .2.75 

.90 

.20 

POSTPAID  PRICES  as  follows: 
Yellow  Danvers,  qt.  30c.:  pk.  70c.:  pk. 

$1.15:  bus.  $.3.40. 

Red  Wethersfield,  qt.  30c.:  'A  pk.  70c.:  pk. 
$1.10:  bus.  $3.25. 


SEED 

OATS 

Heavily  Recleaned  and  Sacked  in 

New 

5-Bus.  Sacks. 

10-bus.  lots, 
per  bus. 

Per 

bus. 

White  Spring . 

-  $  .68 

$  .70 

Red  Rust  Proof . 

. 72 

.75 

Burt  or  Ninety  Day. 

. 72 

.75 

Swedish  Select  . 

. 80 

.82 

Selected  Fulghum  . . 

. 83 

.85 

Pedigree  Fulghum  .  . 

. 88 

.90 

Kanota  . 

. 88 

.90 

Gray  Winter  or  Turf. 

-  1.12 

1.15 

WOOD’S  SPRING 

PASTURE 

MIX- 

TORE,  $1.25  per  bus.  40  lbs.;  5-bus. 
lots  and  over,  $1.20  per  bushel. 

RYE — No.  1  Western,  $1.00  bus.;  5-bus. 
lots,  95c.  bus. 

RYE — Abruzzi,  $1 . 50  per  bushel. 

SEED  BARLEY 


New  2-Bas.  Sacks  10-bus.  lots,  Per 

Included.  per  bus.  bus. 

Bearded  Spring .  $1.20  $1.25 

Beardless  Spring .  1.60  1.65 

CANADA  FIELD  PEAS,  $2.80  per  bus. 

60  lbs.;  5-bus.  lots,  $2.75  per  bushel. 
JERUSALEM  ARTICHOKES.  $2.00  per 
bus.  50  lbs.;  peck  (12%  lbs.)  65c. 
CHUFAS,  $4.50  per  bus.  40  lbs.;  5-bus. 

lots.  $4 . 25  per  bushel. 

JAPANESE  BUCKWHEAT,  $1.75  per 
bushel  48  pounds. 

COTTON  SEED  ^-bus.  lots,  Per 

_  per  bus.  bus. 


■  ■  -  pCi  ULIO.  UUO. 

Mexican  Big  Boll .  $1.35  $1.40 

Wood's  Improved  King..  1.50  1.55 

Wood’s  Improved  Cleveland 

Big  Boll  .  1.35  1.40 

Coker  Cleveland  No.  5 . 1.35  1.40 

Wood's  Ingold .  1.50  1.60 

Wood's  Ingold  Certified..  1.70  1.75 

Wood's  Certified  Trice...  1.50  1.60 


Japanese,  qt.  30c.:  %  pk.  75c.;  pk.  $1.20;  bus.  $3.50. 


No.  128  Registered  Mexican 


Silver  Skin.  qt.  .,0c.:  %  pk.  75c. 

:  pk.  $1.20; 

bus.  $3 

50. 

Big  Boll  . 

.  1.70 

1.75 

WOOD’S  SELECTED 

SEED 

POTATOES— THE  CREAM  OF  THE 

CROP 

Prices  f.o.b.  Richmond : 

lots,  10 

-pk.  bas. 

bushel. 

POSTP.AID  PRICES: 

Per 

Per 

Per 

5- bag 

Per 

IRISH  COBBLER: 

%  pk. 

peck. 

bushel. 

IRISH  COBBLER: 

per  'oag. 

150  lbs. 

60  lbs. 

Selected  Maine  grown  . 

$  .65 

$1.10 

$3.30 

Selected  Maine  grown  . 

$4.50 

$2.00 

Certified  Maine  grown . 

.75 

1.20 

3.70 

Certified  Prince  Edw.  Island.. 

5.50 

2.40 

Certified  Prince  Edw.  Island. . . 

.75 

1.20 

3.70 

Certified  Maine  grown . 

5.50 

2.40 

Virginia  Second  Crop . 

.60 

1.00 

3.20 

Virginia  Second  Crop . 

.  4.15 

4.25 

1.90 

RED  BLISS — Maine  grown . 

.70 

1.15 

3.40 

RED  BI,ISS— Maine  grown . 

Red  Bliss  -Va.  2d  Cron,  small  size  4.00 

4.75 

4.10 

2.10 

1.85 

RED  BLISS — Va.  2d  Crop,  small 

.55 

.95 

3.15 

SPAULDING  ROSE  No.  4 _ 

.  4.40 

4.50 

2.00 

SPAULDING  ROSE  No.  4 . 

.65 

1.10 

3.30 

GREEN  MOUNT.MN . 

.  4.40 

4.50 

2.00 

GREEN  MOUNTAIN . 

.65 

1.10 

3.30 

GREEN  MOUNTAIN- Certified.  5.15 

5.25 

2.30 

GREEN  MOUNTAIN— Certified. 

.75 

1.20 

3.60 

\yo  's  (^1^0 cijiJL, 


at 


^iiQrcinfpp  Wood’s  Seeds  are  tboroaglily  recleaned,  tested  and  of  the  higbest  quality.  We  grnarantee  tbem  to  be  as  represented 
wui  vjuaianicc  jjj  purity,  germination  and  origin  up  to  tbe  full  amount  of  tbe  purcbase  price.  Owtnff  to  many  factors  over  trblob 
we  bave  no  control,  sncb  as  weatber,  sou  and  seeding  conditions,  we  cannot  guarantee  a  crop. 


COW  PEAS 


Choice  Recleaned  Stock.  New  2-Bus. 
Sacks  Included. 


10-bus.  lots, 

Per  bu. 

per  bus. 

60  lbs. 

Mixed  Cow  Peas. . 

.  $2.60 

$2.65 

Mixed  Peas  and  Soja  Beans  2 . 30 

2.40 

Black  Peas  ( medium) ...  2.90 

3.00 

Clay  Peas  . 

.  2.90 

3.00 

Brabham  Peas  .... 

.  3.35 

3.40 

Whippoorwill  Peas 

_  3.00 

3.10 

New  Era  Peas . 

.  3.00 

3.10 

Groit  Peas . 

.  3.15 

3.25 

SOJA 

BEANS 

New  2-Bus.  Sacks. 

10-bus.  lots, 
per.  bus. 

Per  bu 
60  Iba. 

Mixed  Soja  Beans.. 

.  $2.10 

$2.15 

Mammoth  Yellow  .. 

.  2.25 

2.30 

Hollybrook  Early  . . 

.  2.25 

2.30 

mini . 

.  2.25 

2.30 

Mammoth  Brown  .  . 

.  2.25 

2.30 

2.30 

Tokio  . 

Tarheel  Black . 

.  2.30 

2.40 

Haberlandt . 

.  2.40 

2.50 

Biloxi . 

.  2.50 

2.60 

Virginia  . 

.  2.90 

3.00 

Wilson  Early  Black 

.  3.40 

3.50 

Laredo . 

.  4.20 

4.25 

Laredo — Certified  . . 

.  4.40 

4.50 

Otootan  . 

4.50 

VELVET  BEANS— Osceola _  2.76 


SEED  SWEET  POTATOES 

Prices  Include  5-bus.  Bus. 

Hampers.  lots.  hampers 

Nancy  Hall  .  $1.55  $1.65 

Porto  Rico  .  1.40  1.50 


STIMUGERM 

ORDEIl  BY  NTTIVIBBB 

No.  1.  For  Red,  Mammoth.  Alsike,  Crim¬ 
son  and  White  Clovers.  No.  2.  For  Alfalfa. 
Sweet  and  Bur  Clovers.  Price  Nos.  1  and  2: 
1  bus.  size  40c. ;  J  bus.  size  65c.;  1  bus.  size 
$1.00;  2.5  bus.  size  $2.25;  10  bus.  size  $8.00. 

No.  3.  For  Vetch,  Canada  Field  Peas.  Gar¬ 
den  I’eas  and  Sweet  Peas.  No.  7.  For  Cow 
Peas.  Peanuts.  Velvet  Beans  and  Lima 
Beans.  No.  8.  For  Garden  Beans  and  Navy 
Beans.  No.  9.  For  Soy  or  Soja  Beans,  Price 
Nos.  3,  7,  8  and  9:  i  bus.  size  40c.;  1  bus. 
size  65c.:  5  bus.  size  $2.25. 

For  Japan  Clover — 1  bus.  size  40c.;  }  btts. 
size  65c.;  1  bus.  size  $1.00;  22  bus.  size  $2.25. 


Note  About  Postpaid  Prices 

Prices  quoted  postpaid  on  tbls  page  cover 
all  charges  delivered  to  you  in  States 
designated. 

POSTAGE  TO  OTHER  STATES:  To  S.  C., 
Ga.,  Ky.,  Tenn.,  Ohio,  Ind.,  N.  Y.,  New  Eng. 
land  and  blich.,  add  2c.  per  pound  to  po^- 
pald  prices. 

To  Ala.,  Ark.,  Pla.,  HI.,  Iowa,  Ea.,  Mis., 
Mo.,  and  Wis.,  add  4c.  per  pound  to  post¬ 
paid  prices. 


EDIBLE  PEAS  FOR  MARKET  GARDEN  AND  TABLE  USE 


There  is  nothing  better  than  delicious  Blackeye  and  Crowder  Peas.  Plant  lA- 


erally  to  have  plenty  of 

^Prices  f.o.b. 

Richmond — 

dried  peas  for  next  winter. 

Peck 
15  lbs. 

Bus. 

60  lbs. 

— Prices  below  Postp 
Qt.  Va  pk  Peck 

Bushel 

Virginia  Blackeye . 

. $1  V'n 

. 

$  .90 

$1 . 50 

$4 . 85 

Gray  Crowder . 

.  1.00 

3.50 

.  ou 

.03 

1 , 50 

4.85 

Early  Rannshom  Blackeye . . 

.  1.30 

4.50 

.35 

1.00 

1.70 

5.85 

Large  Black  Peas . 

.  1.00 

3.50 

.30 

.90 

1.50 

4.85 

Extra  Early  Blackeye . 

.  1.50 

5.00 

.40 

1.10 

1.95 

6,35 

Cream  Crowder . 

.  2.00 

7.00 

,50 

1.45 

2.50 

8.36 

Rice  or  Gallavant  Peas . 

.  2.25 

7.50 

.50 

1.50 

2.75 

8  35 

WOOD’S  VERIFIED  ORIGIN  CLOVER  SEEDS 


Prices 

Quoted  Below  Are 

Prices 

Quoted 

below 

f. 

0.  b. 

Richmond. 

are  Postpaid  to  Va., 

Trade  Mark  Brand  Quality.  100-lb.  lots 

25  to  99- 

5  to  24- 

N.  C. 

W.  Va. 

,  Md., 

No  Charge  for  Bags.  “  p^lb. 

lb.  lots, 
per  lb. 

lb.  lots, 
per  lb. 

Penn. 

25  lbs. 

N.  J.  and  Del. 
10  lbs.  5  lbs. 

ALFALFA— T.  m.  b. 

Kansas  grown — U.  S.  Ver.  Origin. 

.24 

.25 

.27 

$6.90 

$3.05 

$1JE>5 

Utah  grown — U.  S.  Ver.  Orig^. . . 

.26 

.27 

.29 

7.40 

3.25 

1.75 

Grimm,  Montana  grown,  ver.  origin 

.40 

.41 

.43 

10.90 

4.65 

2  45 

RED  CLOVER-t.  m.  b. 

Illinois  grown — U.  S.  Ver.  Origin 
Virginia  Northern  Neck  g^own 

.28 

.28% 

.30 

7.75 

3.36 

1  80 

U.  S.  Verified  Origin . 

.32 

.33 

.35 

8.90 

3.85 

2  06 

SAPLING  CLOVER-t.  m.  b. 

Ohio-Indiana  grown  U.S.  Ver.Origln 

ALSIKE  CLOVER-t.  m  b 

.28 

.28M. 

.30 

7.75 

3.35 

j 

1  80 

Ohio  grown  . 

.25 

.26 

.28 

7.15 

3.15 

1.70 

White  Sweet  Clover,  scarified . 

.11 

.12 

.14 

3.65 

1.75 

1.00 

Grundy  Co.  Sweet  Clover — scarified. 

.11 

.12 

.14 

3.65 

1.75 

1.00 

White  (Dutch)  Clover,  lb.  50c . 

.40 

.42 

.45 

11.15 

4.85 

2.55 

Wood’s  Dixie  White  Clover,  lb.  50c.. 

.40 

.42 

.45 

11.15 

4.85 

2.55 

Crimson  Clover — T.  M.  B . 

11 

.12 

.14 

3.65 

1.75 

1  00 

Beggar  Weed . 

LESPEDELA-t.  m.  b. 

60 

.62 

.65 

16.15 

6.85 

3  55 

Japan  Clover  or  Lespedeza . 

19 

.20 

.22 

5.65 

2.55 

1.40 

Kor  .tn  Lespedeza . 

35 

.36 

.38 

9.65 

4.15 

2.20 

Certified  Korean  Lespedeza . 

38 

.39 

41 

10.40 

4.45 

2.35 

Tennessee  No.  76  Lespedeza . 

32 

.33 

.35 

8.90 

3.85 

2  05 

GRASS  SEEDS 

Timothy . 

11  Ml 

.12 

.13 

3.65 

1.65 

95 

Orchard  Grass — \  irginia  grown. . 

17 

.17% 

.19 

5.05 

2.25 

1.25 

Orchard  Grass — Danish  grown. . . 

22 

.23 

.25 

6.40 

2.85 

1.55 

Kentucky  Blue  Grass . 

40 

.41 

.43 

10.90 

4.65 

2.45 

Red  Top  or  Herds  Grass . 

28 

.29 

.31 

7.90 

3.45 

1.85 

Dallas  Grass — Australian  grown. . 

40 

.41 

.43 

10.90 

4.65 

2  45 

Bermuda  Grass . 

37 

.38 

.40 

10.15 

4.35 

2.30 

Italian  Rye  Grass . 

08 1/2 

.09 

.11 

2.90 

1.45 

.85 

Perennial  Rye  Grass . 

11 

.12 

.14 

3.65 

1.75 

1  00 

Meadow  Fescue . 

16 

.17 

.19 

4.90 

2.25 

1  25 

Sudan  Grass . 

09  Ma 

.10 

.11 

3.15 

1.40 

85 

Rough  Stalked  Meadow  Grass. . .  . 

LAWN  GRASSES 

43 

.44 

.46 

11.65 

4.95 

2  60 

Wood’s  Evergreen,  lb.  60c.  postpaid 
Wood’s  Dixie,  lb.  50c.  " 

40 

.42 

.45 

11,40 

4.85 

2.55 

35 

.37 

.38 

9.90 

4.15 

2  20 

Wood’s  Emerald  Park,  lb.  45c.  " 

32 

.34 

.36 

9.15 

3.95 

2.10 

Shady  Park,  Ib.  60c.  " 

Wood’s  Special  Grass  and  Clover 

40 

.42 

.45 

11.40 

4.85 

2  56 

Mixtures  Nos.  1  to  9: 

See  Catalog  for  description . 

22 

.23 

.25 

6.60 

2.85 

1  55 

What  is 

HOME  Without  a 

GARDEN? 

Every  home  should  have  a  garden  plot.  Vegetables  picked  and  eaten  from  your  garden 
have  that  delicious  freshness  that  is  often  lost  when  vegetables  stand  several  days  in  the 
markets.  Many  consider  the  vegetable  garden  the  most  valuable  part  of  the  home  grounds. 

PLANT  A  GARDEN 


PLANT  WOOD’S  tested  SEEDS 

FOR  BEST  RESULTS 


I’  E  A  S 

I'odigrfio  Kxtra  Early . 

Tlionias  Enxton . 

I.axtoniaii . 

Wood's  Dark  Green  Telephone.  .  .  . 

Ghainplon  of  EnKland . 

Wood's  Mammoth  Luscious  Sugar 


BUSH  OR  SNAP  BEANS 

will  plant  a  sixty  foot  row. 


Extra  Early  Red  Valentine . 

Bountiful  or  Early  Six  Weeks.  . . . 

Giant  Stringless . 

WAX  PODDED  BEAITS: 

Pencil  Pod  Black  Wax . 

Rustless  Golden  Wax  . 

PODE  OB  COBNPIEDD  BE  AITS: 
Old  Homestead  or  Kentucky  Wonder, 
Nancy  Davis  or  Striped  Creaseback. . , 

Lazy  Wife  . 

BUSH  DIMA  BEANS: 

Woods  Prolific  Bush  Dime  . 

Fordhook  Bush  Lima . . 

Jackson  Wonder  (Speckled))  . . 

PODE  DIMA  BEANS: 

Wood’s  Improved  Pole  Lima . 

Ford’s  Mammoth  Podded  Dime . . 

Florida  Speckled  Butter  . 


Plant  as  soon  as  ground  is  warm  and  every 
two  weeks  thereafter  until  the  middle  of 
August  for  a  countinuous  supply.  One  pound 


. - Postpaid 

- - 

. — Not  Postpaid — . 

Pkt. 

i  lb. 

1  lb. 

1  lb. 

2  lbs. 

6  lbs. 

.10 

.25 

.40 

.30 

.50 

$1.10 

.10 

.25 

.40 

.30 

.56 

1.20 

.10 

.26 

.40 

.30 

.56 

1.20 

.10 

.25 

.40 

.30 

.66 

1.20 

.10 

.25 

.40 

.30 

.55 

1.20 

.10 

.20 

.35 

.25 

.45 

1.06 

.10 

.25 

.40 

.30 

.56 

1.20 

.10 

.25 

.40 

.30 

.55 

1.16 

.10 

.25 

.45 

.35 

.60 

1.30 

.10 

.30 

.50 

.40 

.70 

1.66 

.10 

.25 

.40 

.30 

.66 

1.20 

.10 

.25 

.45 

.35 

.60 

1.30 

.10 

.25 

.45 

.35 

.60 

1.35 

.10 

.25 

.40 

.30 

.55 

1.26 

GARDEN  CORN 


Roa.sting  ears  taste  delicious  when  gathered  fresh  from 
the  garden  just  before  cooking.  One  pound  will  plant  100 
hills:  10  to  12  pounds  plant  and  acre. 


Bland’s  Extra  Early . 

Ideal  Early  Adams . 

Trucker’s  Favorite . . 

Golden  or  Bantam  Evergreen 
Stowell’s  Evergreen . 


- - Postpaid 

- * 

Pkt. 

i  Ib. 

1  lb. 

.  .10 

.20 

.36 

.10 

.20 

.30 

.  .10 

.20 

.30 

.  .10 

.25 

.40 

.  .10 

.25 

.40 

. — Not  Postpaid — . 

1  lb. 

2  lbs. 

6  lbs. 

.25 

.40 

$  .90 

.20 

.36 

.80 

.20 

.35 

.70 

.30 

.60 

1.10 

.30 

.60 

1.10 

. - Postpaid 

- , 

. — Not  Postpaid - - 

Pkt. 

i  lb. 

1  lb. 

1  lb. 

2  lbs. 

5  lbs. 

.10 

.20 

.35 

.25 

.45 

$1.00 

.10 

.20 

.36 

.25 

.46 

1.05 

.10 

.25 

.40 

.30 

.60 

1.10 

.10 

.20 

.35 

.25 

.45 

1.06 

.10 

.20 

.35 

.26 

.46 

1.00 

.10 

.25 

.45 

.35 

.65 

1.46 

TJ For  early  outdoor  crop  plant  in 
^  March  and  make  successive  plant¬ 
ings  till  the  end  of  July.  One  ounce 
will  pl.mt  50  feet  of  drill;  G  to  8  pounds  one  acre. 


GARDEN 


V\'(i(ur.s  Early  Wonder . 

Wood's  Crimson  Globe  . 

Crosby's  Egyptian . 

STOCK  BEET  OR  MANGED: 
-Mammoth  I’rize  Long  Red . 


Postpaid 


Pkt. 

Oz. 

i  lb. 

lb. 

2  lbs. 

.10 

.16 

.36 

$1.15 

$2.00 

.05 

.10 

.30 

.90 

1.60 

.06 

.10 

.30 

.90 

1.50 

.10 

.20 

.60 

1.00 

BOCCOLI 


Calabrese  Green  Sprouting  Italian,  pkt,  10c.;  i  oz.  35c.:  oz.  65c.: 

2  ozs.  $1  20:  1  lb.  52.00  postpaid. 

Italian  Salad,  pkt.  10c. ;  oz.  20c.:  i  lb.  60c.:  lb.  52.00  postpaid. 


BRUSSELS  SPROUTS 

Pkt.  10c.:  oz.  25c.:  i  lb.  75c.:  lb.  52.00  postpaid. 


']/yO  OI*  's 


QB^L^L—  ,9-P-g  ciJiJL, 


LETTUCE 

Wood’s  Cabbage  . 

Iceberg  . 

Crisp-as-Ice  . 

California  Cream  Butter . 

Summer  Allheart . 

Cos  or  Romaine . 


Postpaid- 


Pkt 

Oz. 

2  ozs. 

i  lb. 

Lb. 

.10 

.20 

.35 

.50 

$1.75 

.10 

.20 

.30 

.45 

1.65 

.10 

.20 

.30 

.50 

1.7.? 

.05 

.  15 

.25 

.40 

1.35 

.10 

.20 

.30 

.50 

1.75 

.05 

.15 

.25 

.45 

1  .50 

CANTALOUPE 

Tip  Top  . 

Wood's  Early  Rocky  T’ord  . 

Hearts  of  Gold  . 

Hollyhrook  Ruscious  . 

WATER  MELON 

Jackson  . 

Improv'ed  Kleckley’s  Sweets 

Stone  Mountain  . 

Peerless  or  Ice  Cream  .... 


Pkt. 

—  Postpaid 
Oz.  i  lb 

LI). 

.05 

.10 

.35 

$1.26 

.10 

.15 

.50 

1.50 

.  05 

.10 

.35 

1.25 

.10 

.20 

.60 

2.00 

10 

.15 

.40 

1.26 

05 

.10 

.30 

1.00 

10 

.15 

.45 

1  .60 

05 

.10 

.25 

.85 

MUSTARD 

Southern  Giant  Curled 
Chinese  Broad  Leaved 
Mustard  Spinach  . 


Postpaid - . 


Pkt. 

Oz. 

2  ozs. 

J  lb. 

Lb. 

.05 

.10 

.15 

.20 

$  .65 

.05 

.10 

.15 

.25 

.75 

.10 

.15 

.25 

.35 

1.00 

p*  A  "DT?  A  P* One  ounce  will  produce  2,000  plants:  6  to  8 
ounces  will  produce  enough  plants  for  an 
'  acre.  - Postpaid - > 


Wood’s  Extra  Eary . 

All  Head  Early . 

Wood’s  Sel.  Early  Jersey  Wakefield. 

Wood’s  Charleston  Wakefield  . 

All  Seasons  . 


I'kt. 

Oz. 

2  ozs. 

i  lb. 

Lb. 

.10 

.30 

.50 

.90 

3.00 

.  .05 

.25 

.40 

.70 

2.50 

.10 

.30 

.50 

.80 

2.76 

.10 

.30 

.50 

.80 

2.75 

.05 

.20 

.35 

.66 

2.25 

(CARROT  ounce  will  plant  100-foot  row:  3  or  4  pounds 
_ to  the  acre. 


Early  Scarlet  Horn  . 

Half  Long  Danvers  . 

Wood’s  Scarlet  Intermediate . 

Chantenay  or  Model  . 

CULIFLOWER 

Wood’s  Earliest  Snowball,  pkt.  20c.: 
$2.00;  J  lb.  $7.00  postpaid. 


Postpaid  — -  — N 


Pkt 

Oz. 

J  lb 

Lb. 

.10 

.15 

.36 

$1.25 

.05 

.10 

.30 

1.00 

.10 

.20 

.50 

1.60 

.05 

.10 

.30 

1.00 

65c.; 

1  oz. 

$1. 

26;  oz. 

CELERY 

Giant  Pascal . 

Golden  Self-Blanching 
Celeriac  . 


Pkt. 

-  Postpaid 
Oz.  i  lb 

Lb. 

.10 

.25 

.70 

$2.50 

.10 

.60  2.00 

7.50 

.10 

.  25 

.70 

2.50 

COLLARDS  -STT  ,b 

White  or  Cabbage . 05  .10  .30  $  .85 

North  Carolina  Short  Stem . 05  .10  .30  1.00 


CUCUMBER 


COOL,  CRISP 
CUCUMBERS 


Early  Fortune  . 

Wood’s  Ideal  White  Spine . 

Staygreen  (extra  selected)  . 

Klondike  . 

Improved  Long  Green  . 

Green  Prolific  or  Early  Short  Green 


CORN  SALAD 


CRESS 

Water  .  .  . . 
Curled  .  .  . . 


Pkt. 

-  Postpaid 
Oz.  i  lb 

Lb. 

.10 

.15 

.35 

$1.16 

.10 

.20 

.50 

1.50 

.10 

.15 

.40 

1.25 

.05 

.10 

.30 

1.00 

.  10 

.  15 

.40 

1.25 

.05 

.10 

.30 

1.00 

.05 

.15 

.40 

1.25 

Postpaid; 


Pkt. 

Oz. 

2  ozs.  J  lb. 

.10 

.35 

.60  1.00 

.05 

.10 

.30 

EGG  PLANT 

Black  Beauty  . 

New  York  Improved  Purple . 

BNDIVB — Green  Curled,  pkt.  lOc.: 
postpaid. 


• - Postpaid - . 

Pkt.  Oz.  2  ozB.  J  lb.  Lb. 

.10  .40  .75  $1.35  $5.00 

.10  .40  .75  1.35  5.00 

oz.  15c.:  i  lb.  35c.:  lb.  $1.25, 


KALE 

- Postpaid - 

Pkt.  Oz.  2  ozs.  J  lb. 

Lb.  ' 

Early  Curled  Siberian  . 

.  .05 

.10  .15 

.25 

$  .76 

Dwf.  Green  Curled  Scotch  or  Norfolk  .05 

.10  ... 

.30 

.90 

Spring  or  Smooth,  2  lbs.  60c . 

.  .06 

.10 

.35 

KOHL  RABZ — Early  White  Vienna, 

pkt.  5c.: 

oz.  20c.; 

2  ozs. 

36c.: 

i  lb.  60c.:  lb.  $2.00,  postpaid. 

LEEK — Large  Flag,  pkt.  5c.:  oz.  20c.:  2  ozs.  36c.;  i  lb.  60c.:  lb. 
’  $2.00,  postpaid. 


ONION 

Large  Red  Wethersfield  . 

Yellow  Globe  Danvers . 

Silver  King  or  WJiite  Portugal.... 
Mammoth  Silver  ing  . 

OKRA 

Kleckley’s  Favorite 
I’^erkin’s  Mammoth 


—Postpaid - . 


Pkt. 

Oz. 

i  lb. 

lb. 

2  lbs. 

.05 

.15 

.50 

$1.75 

$3,10 

.05 

.20 

.60 

2.00 

3.5(1 

.10 

.25 

.70 

2.50 

4.50 

.05 

.20 

.65 

2.25 

4.00 

Pkt 

—  Postpaid 
Oz.  i  lb 

. . 05 

.10 

.20 

Green . 

. 05 

.10 

.25 

PARSLEY 


Plain  or  Single  .....’ . 

Champion  or  Moss  Curled 


-  Postpaid  — 


Pkt 

Oz. 

i  lb 

Lb. 

.05 

.10 

.30 

$  .90 

.05 

.10 

.30 

.90 

PARSNIP 


Sugar  or  Hollow  Crown,  pkt,  5c.;  oz,  10c.;  J  lb. 
25c.:  lb.  80c.,  postpaid. 


PEPPER 

Chinese  Giant . 

Ruby  Giant  or  World  Beater 


- Postpaid - 

Pkt,  Oz.  2  OZB.  i  Ib.  Lb. 
.10  .50  .90  $1.60  $5.75 
.10  .30  .55  1.00  3.50 


PUMPKIN 

Virginia  Mammoth  .  . 
Cashaw  or  Crookneck 


-  Postpaid 

- , 

Pkt. 

Oz. 

i  lb 

I.b, 

.10 

.15 

.50 

$1.50 

.05 

.10 

.30 

1 .  on 

RADISH 

Extra  Early  Wliite  Tipped . 

Extra  Early  Scarlet  Globe  . 

Long  White  Icicle . 

Brightest  Long  Scarlet . 

Long  Scarlet  Summer  . 

SPINACH 

Long  Season  . 

Long  Standing  Bloomsdale  . 

Norfolk  Savoy  or  Bloosdale . 

New  Zealand  . 

SQUASH 

Wood’s  Earliest  Prolific  . 

Golden  Summer  Crookneck  . 

Delicious  . 

TOMATO 

Bonnie  Best  . 

June  Pink  . 

Marglobe  Wilt  Resistant  . 

Livingston  Globe . 

Wood’s  Improved  Ponderosa  . 

Wood’s  Famous  Brimmer,  pkt.  15c.:  i  oz 
$1.00;  i  lb.  $3.50:  lb.  $12.00. 

TURNIP 

Early  Red  or  Purple  Top  Strapleaved.  .  .  . 
Wood’s  Improved  Red  Top  White  Globe.  . 
Extra  Early  White  Milan  . 


Postpaid 


Pkt 

Oz. 

i  lb. 

Lb. 

.05 

.10 

.25 

$  .80 

.05 

.10 

.26 

.86 

.05 

.10 

.25 

.75 

.05 

.10 

25 

.75 

.05 

.10 

.25 

.85 

05 

.10 

.  16 

40 

05 

.10 

.  15 

.45 

05 

.10 

,15 

.40 

05 

.10 

.26 

75 

10 

.15 

.  40 

1.50 

05 

.10 

.30 

1 . 00 

05 

.10 

.35 

1  25 

.  10 

.30 

1.00 

3 . 50 

.10 

.35 

1.25 

4.50 

.10 

.40 

1.35 

5.00 

.10 

.35 

1.16  ■ 

4.00 

.10 

.50 

1.65 

6  00 

35c.: 

J  oz. 

60c.: 

1  oz. 

Pkt. 

Oz.  i  lb. 

Lb. 

.05 

.10 

.20 

$  .66 

.05 

.10 

.26 

75 

.05 

.10 

.30 

.90 

Wood’s  Poultry  Foods  and  Baby  Chicks 


WOOD’S  MIXED  FEEDS 

10-lb. 

50-lb. 

100-lb. 

-  - -  ■  ■ 

bag. 

bag. 

bag. 

I’amunkey  Scratch  Food . 

.35 

$1.20 

$2.25 

Pamunkey  Laying  Mash . 

.45 

1.45 

2.70 

(With  Buttermilk) 

i’amunkey  Chick  Food . 

Wood’s  Scratch  Food.  Contains 

.45 

1.40 

2.65 

sunflower  and  all  yellow  corn.  . . . 

.40 

1.25 

2.35 

Hollybrook  Scratching  Food . 

.40 

1.35 

2.50 

Hollybrook  Laying  Food  . 

.50 

1.50 

2.80 

(With  Buttermilk) 

Hollybrook  Growing  Mash  . 

.50 

1.60 

3.00 

(With  Buttermilk) 

Hollybrook  Developing  Food . 

.45 

1.40 

2.60 

Hollybrook  (ZTiick  Grains . 

Hollybrook  Pigeon  Mi.xture  with 

.45 

1.50 

2.75 

corn . 

.55 

1.75 

3.30 

Hollybrook  Pigeon  Mixture  without 

com  . 

.55 

1.75 

3.30 

Ton  lots,  20c.  per  100  less. 

Hollybrook  Starting  Mash  (with  buttermilk  and  Cod  Liver 
Oil),  5  lbs.  25c.;  25  lbs.  $1.00;  100  lbs.  53.25. 


MEALS  and  MILL  FEED 

10-lb. 

50-lb. 

100-lb. 

bag. 

bag. 

bag. 

Alfalfa  Meal  (choice  fine) . 

.35 

$1.30 

$2.40 

Cora  Meal  . 

.30 

1.10 

2.00 

Bran  (winter  wheat)  (Dunlop) . 

.30 

.85 

1.55 

Bran  (spring  wheat)  . 

.30 

.80 

1.45 

Cotton  Seed  Meal  (39.63%)  ton  $35.00 

1.80 

POULTRY  GRAINS  lO-ib.  50-ib.  lOO-ib. 

-  bag.  bag.  bag. 

Cracked  Com  (yell jw  or  white) . 30  SI.  10  $2.00 

Kaffir  Cora  (recleancd) . 35  1.25  2.25 

Milo  Maize  (recleaned)  . 35  1.25  2.25 

Sunflower . 90  3.25  6.25 

Poultry  Wheat . 30  1.10  2.00 

Poultrj’  Barley.  $1.10  bus.  48  lbs. 

Heavy  White  Oats  (for  sprouting),  65c.  bushel  32  pounds. 


Whole  Corn  (white),  Sl.Cib  bushel  56  pounds. 
Whole  Cora  yellow),  $1.00  bushel  56  pounds. 

MEAT  SCRAPS 


Wood’s  Premier,  55%  protein . 45  1.80  3.40 

MISCELLANEOUS  FEED  and  NEEDS 

Canada  Field  Peas . 60  2.25  4.00 

Hemp  (fancy — recleaned) . 75  2.90  5.50 

Oyster  Shells  (coarse,  medium,  fine)  .20  .50  .83 

Poultry  Grit . 20  .70  1.15 

Buckwheat  . 45  1.60  3.00 

Dried  Buttermilk  (Collis) . 90  3.75  7.00 

Oberco  (a  mash  mineral),  50  lbs.  $1.90;  100  lbs.  $3.50. 


Charcoal,  2-lb.  pkg.  20c.;  50-lb.  bag,  $1.15. 

“O.  K.”  Sanitary  Poultry  Litter,  bale  $3.00. 

“Black  Leaf  40"  (for  controlling  lice  and  mites),  1  oz.  35c.; 
Vi  lb.  $1.25;  2  lbs.  $3.25. 

Pratt’s  Growing  Mash  (with  buttermilk),  10  lbs.  50c.;  25  lbs. 

$1.00;  50  lbs.  $1.75;  100  lbs.  $3.35. 

Pratt’s  Buttermilk  Baby  Chick  Food,  5  lbs.  30c.;  10  lbs. 
55c.;  25  lbs.  $1.20;  50  lbs.  $2.20;  100  lbs.  $4.25. 


WOOD’S  3ABY  CHECKS 


Hatched  from  Layers  of  Quality  and  Performance 


NOTE  REDUCED  PRICES.  Prices  Postpaid. 

Barred  Rocks . 

Rhode  Island  Reds . 

White  Leghorns . 

White  Wyandottes . 

Heavy  Mixed . 


March  to  May 

1st. 

25 

50 

100 

$3.75 

$7.00 

$13.00 

3.75 

7.00 

13.00 

3.50 

6.50 

12.00 

4.25 

8.00 

15.00 

3.25 

6.00 

11.00 

We  reserve  the  right  to  change  shipping  date  if  circumstances  make  it  necessary. 
Hatch  days  are  Mondays  and  Thursdays.  Terms:  “Cash  with  order.’’  100%  live 
delivery  guaranteed. 


DAIRY  ^  FEEDS 


16%  protein . 

20%  protein . 

24%  protein . . 

WAYNE  C.4LF  MEAL — 100-pound  bag,  $4.35;  25-pound  bag,  $1.35. 


HOLLYBROOK  STARTING  MASH 

(With  Bnttenailk  and  Cod  Xiiver  OH) 

Premium  Offer. — To  make  our  Baby  Chick 
buyers  know  the  merits  of  our  Hollybrook 
Startlner  Mash,  we  •will  g-ive  a  single  five- 
pound  package  free  (postpaid)  with  each 
purchase  of  100  or  more  of  Wood’s  Baby 
Chicks.  Hollybrook  Starting  Mash  now 
made  with  the  purest  Cod  Liver  Oil  (Vita¬ 
mins  ••A"  and  "D")  and  dried  buttermilk 
is  just  as  good  a  chick  mash  as  you  can 
wish.  Try  it  today  and  watch  your  chicks 
grow.  See  prices  above. 


5  to  10  Bags  Bag 
Ton.  lOO-lbs.  each.  lOO-lbs. 
$83.00  $1.75  $1.85 

42.00  2.20  2. SO 

43.60  2.80  2.40 


USE  WOOD’S  “STANDARD”  FERTILIZERS 


Wood’s  “Standard”  Fertilizers  represent  the  very  best  com¬ 
bination  of  plant  foods.  All  raw  materials  are  carefully  se¬ 
lected  for  their  availability  as  plant  feeders  and  care  Is  ^ven 
in  mixing  them  in  correct  proportions  to  insure  a  properly 
balanced  ration  of  soluable  plant  foods  for  the  different  crops. 

“Stiindard”  V'egetjible  Fertilizer  -  8-4-4.  50  lbs.  $1.00;  100 

lbs.  $1.70;  200-lb  bag,  $3.10;  ton,  $30.00. 

“Standard”  Potato  Fertilizer — Available  Phosphoric  Acid  7%; 
Ammonia  5%;  Potash  7%.  50  lbs.  $1.00;  100  lbs.  $1.90; 

200-lb.  bag,  $3.50;  ton,  $33.00. 

“Standard”  Corn  Fertilizer- -12-2-4.  200-lb.  bag,  $2.90;  ton, 

$28.00. 

Market  Garden  Fertilizer — 8-5-5.  100  lbs.  $1.90;  200  lbs. 
$3  .50;  ton,  $33.00. 

“.Super  Standard”  Fertilizer — 16-4-4.  100  lbs.  $2.00;  200  lbs. 

$3  90;  ton,  $88.00. 


“Standard”  Fairgreen  Fertilizer — (For  Lawns).  100-lb.  bag, 
$3.25;  ton,  $60.00. 

“Standard”  Bone  Meal— 3-22.  (In  paper-lined  bags.)  50-lb. 
bag.  $1.35;  100-lb.  bag,  $2.60;  ton.  $48.00. 

“Standard”  Super-Phosphate  -16%.  200  lbs.  $1.80;  ton, 

$17.00. 

Nitrate  Soda — In  paper-lined  waterproof  burlap  bags.  Drills 
easily.  100-lb.  bag,  $2.90. 

Arcadian  Sulphate  of  Ammonia — 50  lbs.  $1.80;  100  lbs.  $3.25. 

W’ood’s  High-Grade  Sheep  Manure — 25  lbs.  85c.;  50  lbs.  $1.40; 
lOO-lb.  bag.  $2.50;  ton.  $45.00. 

Vlgoro  (Swift’s  Plant  Food).  5  lbs.  50c.;  25  lbs.  $1.76;  50 
lbs.  $3.00;  100  lbs.  $5.00. 

Hydrated  Lime — 10  lbs.  25c.;  50  lbs.  75c. 

Imported  Basic  Slag  (Thomas  Phosphate),  200  lbs.  $2.65; 
ton,  $25.00. 


